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Customer ID: 27617 
Certificate; 35-C-0242 


Site: 001 

BIG DADS BIG CAT RESCUE AND 

Inspection 

Type; ROUTINE INSPECTION 
Date: OCT-02-2006 


No noncompliances Identified this inspection. 

This was a focused inspection on the animals only to follow up on body condition and feeding. 

This inspection was conducted in the presence of the undersigned licensee, the undersigned inspector, and the 
undersigned inspector's supervisor. 

End of report. 
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